

Sctn JPrcuxci&ao cuxcL ScLcncuixaixto, 21 

VISES. 


Wilson’s. Parker’s. 



Oval Slide. 





WILSONS. 




Nos. . 

.. 00 0 

1 

2 

3 

Weight, lbs*. 

. 7 V\ '°'/2 

\(>y 2 

24 

35 % 

Length of jaw, inches. 

. 2 l 4 *'.{ 

a 

Mi 

A 

Each. 


.> ^ >0 

*1 r >5 

6 70 


PARKER'S, 




Nos. 


3 * 

3 2 

33 

Weight, lbs. 


<3 

>9 

2 2 

1 /Cngth of | aw. 


3 

Mi 

Mi 

Each.*. 


3 00 

4 -5 

A 75 


Nos.. 

Weight, lbs. . . . 

Length of ) a\\\ i nr In-' 
Each. 


PARK KK’S. 

l J a i*a l lol. 

000 

2 3 

3 *4 
$7 oo 


parallrl swnel. 


S oo 

l J n l *n 1 lei Swivel. 


5 ■" 1 
19 00 


N os. 

19 

20 

21 

22 

■13 

-4 

Weight, lbs. 

S 

SO 

-4 

.V s 

40 

67 

Length of Jaw, inches 

. 1 ‘h 

2 8 

1 t, 

3 5 H 

4 L 

4 ‘a 

Each. 

• $4 5 ° 

5 75 

0 

0 

10 00 

12 50 

16 50 


90 

2 7 , OO 









































Coael 1 makers’. 

Swivel Jaw. 

No. 41, 4‘^ inch Jaws, opens 9 inches.Each, $16 00 


32 Hixntuxgton , Hopkins rf- Co. 


VISES. 

PARKER’S. 


Coacl i make 1 • 


No. 40, 4^8 inch Jaws, opens 9 inches. 


Each, $i 1 50 


Coachma kers\ 


No. 46, 4V6 inch Jaws, opens S inches. 


Swivel. 


Each, $14 00 
















































Cnnilniution Pipo. 


Eilei*s\ 


Nos. 

Weight, lbs.' 

Length of Jaw, inches. 
Each. 


Coml >ina (ion Pil HV 


42 

A 2'A 

44 (Swivel.) 

• • 35 

30 

3* s, 2 

■ 4 '/\ 

Mi 

4/4 


8 00 

to 00 

y 

‘i ] )i‘. 


j 


No. S7, weight 43 lbs., for holding 2 inch pipe and under 
No. 88, weight 63 lbs , for holding 3 inch pipe and under. 


. Hath, $14 00 
. ** 17 00 


Combination Pipe. 

Swivel, with Interchangeable Jaws. 

No. 86, weight 79 lbs., for holding 3 inch pipe and under. 


Each, $ 17 00 


Scut JPrcL 7 xcisco cuul Sctcrcuixcixto. 


VISES. 


PARKER'S. 













































































JB4 


Iiixixtiixgton, Hopkins <j' Co. 


VISES. 

PARKER'S. 



Coml)ijiat ion Pipe 


No. 88 * 4 , weight 90 lbs., for holding 4 inch pi]>e and under. 
No. 89, weight 140 lbs., for holding 6 inch pipe and under.. 


Each, $31 50 
*• 40 00 


SATX1 )Eirs. 



AJ.a 11 cable Iron Pipe. 

No. i, Plate, weight 15 lbs., for holding 2 inch pipe and under. 

No. 1, Angle, for holding 2 inch pipe and under. 

No. 2, Angle, for holding 3 inch pipe and under. 


. Each, $ 8 00 
“ 12 00 

16 00 























































